
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L PATRICK 

governor BUREAU OF LABORATORY SCIENCES 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


03-23-11 


Dear ADA Stephen C. Nadeau 

I am sending you the following lab data at your request for the Lab # 


1) The control cards and receipt. 

2) The Rx worksheet with Tan’s hand notations. 

3) The GC/MS test results performed by Annie Dookhan. 

4) The C.V. of all Analysts that conducted the tests on the samples 


I can be contacted at 617-983-6627, if further assistance is needed. 


Sincerely, 




Zhi Yi Ja y 
Chemist'll 



Drug Analysis Laboratory 
State Laboratory Institute 


Cc ASD, CBS 
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The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


BUREAU OF LABORATORY SCIENCES 


03-23-11 


Dear ADA Stephen C. Nadeau 

I am sending you the following lab data at your request for the Lab # 


1) The control cards and receipt. 

2) The Rx worksheet with Tan’s hand notations. 

3) The GC/MS test results performed by Annie Dookhan. 

4) The C^V. of all Analysts that conducted the tests on the samples 


I can be contacted at 617-983-6627, if further assistance is needed 


Sincerely^ 


Zhi Yi Tan 
ChemistjJ 

Drug Analysis Laboratory 
State Laboratory Institute 


Cc ASD, CBS 
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C. SAMUEL SUTTER 

DISTRICT ATTORNEY 


888 Purchase Street 
P.O. Box 973 
New Bedford, MA 0274i 
(508)997-0711 


March 11,2011 

Drug Analysis Unit 
State Laboratory Institute 
305 South Street 
Boston, MA 02130 

Re: 


Dear Sir or Madam: 

Please be advised that I am prosecuting the above referenced case in the Bristol Sxiperior 
Court, The court has ordered that I provide the defense with the following discovery. It would 
be greatly appreciated if the materials could be provided before the next court date, which is 
March 28, 2011. 

1. All scientific reports, tests, test data, notes and other documents as they pertain 
to the seized narcotics. 

2. The Curriculum Vitae of all analysts that conducted the tests on the substances. 

If you have any questions or concerns regarding this matter, please do not hesitate to 
contact me. Thank you. 




^Stephen C. Nadeau 


Assistant District Attorney 


SCN/orb 

Enc 








Curriculum Vitae 


Zlii yi Tan 
EDUCATION 

M.S. in Biology, Peking University, Beijing,China. 

Ph.D. equivalent in biology, Houston Downtown University, Texas, US. 

Employment 

1997-Present Chemist II, State Laboratory Institute 

Massachusetts Department or Public Health, Drug Analysis Laboratory. 
Responsible for the identification of substance to determine violations of the 
Massachusetts harmful and narcotic drug laws. 

1995-1997 Chemist I and II, Drug Laboratory, Amherst, SLI, MDPH, MA 

Responsible for the identification of unknown substances, to determine 
violations of the Massachusetts harmful and narcotic drug laws. 

Trained in the use of analytical instrumentation for the purpose of performing 
forensic drug analysis. Maintained complex analytical equipment. Assisted in 
developing methods of analysis. 

Appointed an assistant analyst for the Department of Public Health. 1995 

1988-1995 Post Doctor Department in Plant & Soil Sciences, UMASS, Amherst MA. 
Researched on the field of Plant Physiology and Biochemistry, funding by 
USDA and NASA projects. 

1988 Spring-1988 Summer, Research Associate in Department Crop & Soil 
Sciences. TAMU, TX 

research on the environmental program and plant hormones. 

1986-1988. Post Doctor in the Department of Biology, University of California at 
Santa Cruz. CA. 

Research conducted on Plant hormone and Senescence 

1977-1986 Assistant Professor in the department of Biology, Beijing Normal 
University, and the main Advisor of Beijing Analytical equipment 
Institute. 

Taught and performed research projects of plant hormone physiology. 

Trained in GC & HPLC techniques and their application in Biology 

Honor & Publications: The best Publication of 1990 award by American Society of 
Horticulture. 23 Papers in main Science Journal. One GC Patent. 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 
University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 


Experience: 

2003 - present 

Chemist I. n. Massachusetts Department of Public Health, Drug Analysis Laboratory 

♦Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 

* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001 -2003 

OC Analyst I. II. UMMS-Massachusetts Biologic Laboratory, QC Material Control 


♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 


FDA. 


♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 


Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 
GLP/GMP course with Massachusetts Biologic Laboratory. 
QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 
HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 


Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 


Folk_OlG_PRR_037565 




03/11/2011 FRI 9:41 FAX 


5002/002 



C. SAMUEL SUTTER 

DISTRICT ATTORNEY 


March 11.2011 




DISTRICT ATTORNEY 

BRISTOL DISTRICT 


888 Purchase Street 
P.O. Box 973 
New Bedford, MA 02741 
(508)997-0711 


Drug Analysis Unit 
State Laboratory Institute 
305 South Street 
Boston, MA 02130 



Dear Sir or Madam: 


Please be advised that I am prosecuting the above referenced case in the Bristol Superior 
Court. The court has ordered that I provide the defense with the following discovery. It would 
be greatly appreciated if the materials could be provided before the next court date, which is 
March 28,2011. 


1. All scientific reports, tests, test data, notes and other documents as they pertain 
to the seized narcotics. 

2. The Curriculum Vitae of all analysts that conducted the tests on the substances. 

If you have any questions or concerns regarding this matter, please do not hesitate to 
contact me. Thank you. 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q3-2010\SYSTEM8\07_30__10\734169.D 

ASD 

31 Jul 2010 5:20 

BLANK / >\ 

2 oy 

WSCREEN 
RTE 




Abundance .. . .*. .*. TfC: 734169 .D' 

80000{ 

* ; i 

\ 

: 60000 j j\ 


40000i \ 

i j i • 

20000 ; 


0 ! - 

Time-*> 2.00 


4.00 6.00 8.00 10.00 12.00 14.00 16! 00 18.00 20i00 22!00 24!00 26:00 2&G0 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


734169.D 


Wed Mar 16 06:54:33 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734170.D 

ASD 

31 Jul 2010 5:53 

BUPRENORPHINE STD 

70 

WSCREEN 

RTE 


Abundance 

2000000; 


TfC: 73417’0'D" 


ia f 3i 

i 


isooooo; 


1000000 


500000 


QV 


‘Time~> 2.bo 4.00 6.00 8.00 lOiOO 12.‘00 14;00 16.00 18.00 20^00 22.00 24.00 26!00 28.00 


Ret. Time 


Area Area % Ratio % 


18.312 


13709166 100.00 100.00 


734170.D Wed Mar 16 06:54:36 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 


F:\Q3-2010\SYSTEM8\07_30_10\734170.D 
ASD 

31 Jul 2010 5:53 

BUPRENORPHINE STD 

70 

WSGREEN 


Integrator 

: RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABAS E\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

18.31 

C:\DATABASE\NIST98.L 

6,14-Ethenomorphinan-7-methanol, 

6,14-Ethenomorphinan-7-methanol, 

10-Methoxycamptothecin 

17 052485-79-7 95 

17 052485-79-7 95 

019685-10-0 55 

Abundance 

55 

Average of T8T20“to f8.1521 mTn734170. U R“ 

- - - - -...- - -. 

aol 



378 


60 


40 


20 ; 


41 


84 


410 


101 


352 


Abundance 


80, 


434 


449 


> J2| £ 1 69 J f ; ’I 5 131 152 173 197 2 ] 6 239 256 280294 310 336 ’’’’ I ![, 3 f 

m/z-> 40 60 ’ 80* 10o l2(Tl40 r i60 UST 260" 5F ^40^260 280 360 320 340 360 3^0 400 420 440 460 


467 


#4 04561 f 6 /I E fPe nomorph Fna n - r-melfranolf7-{cyclop7opy1rne{ 


378 


60; 


40 i 


20 ! 


06 


55 


410 


434 


84 


69 :i 


101 123 141 162 


184 


198 




216 




243 263 281 296 


336 


352 


i 392 


449 


467 


312 


Wz- : > ' 40 ^60 8b 160 120^140 160 _1^20^1i20 240 260 280 360 320 340 360 380 400^420 440 460 

734170.D Wed Mar 16 06:54:37 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\SYSTEM8\07 30 10\734171.D 

Operator 

ASD 

Date Acquired 

31 Jul 2010 ' 6:26 

Sample Name 

BLANK 

Submitted by 

ZYT 

Vial Number 

2 

AcquisitionMeth 

WSCREEN 

Integrator 

RTE 

Abundance 

! i 

~ .... TIC:734"17i:D ....... ......j 

80000 \ 

!(i 


i j 1 

P 

60000 ' 

! \ 


: 'V. 

40000 Ng , 



20000 


Time~> 2.00 4,b0 6.00 8.00 ’loloo ’ 12.00 u!o0 16.00 18.00 20.00 22.00 24.00 264)0 28.00 

Ret. Time 

Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


734171.D Wed Mar 16 06:54:41 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\SYSTEM8\07 30 10\734173.D 

Operator 

ASD 

Date Acquired 

31 Jul 2010 7:32 

Sample Name 

BLANK 

Submitted by 

ZYT 

Vial Number 

2 

AcquisitionMeth 

WSCREEN 

Integrator 

RTE 

Abundance 

. 

. T!CTT34dT3:D .; 

80000 



60000 

V 

1 


| 40000 

X . 



' ! 

20000 


j 

Tirne-> 2,00 4,00 6.00 8.00 10.00 12^00 14^00 16^00 18-00 20l00 22.00 24,00 26M 2a00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


734173.D Wed Mar 16 06:54:48 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734174.D 

ASD 

31 Jul 2010 8:05 


ZYT 

74 

WSCREEN 

RTE 


Abundance 

j 2500000 


! 2000000 


1500000 


; ioooooo 

87 

500000! 

.?$§)5 


7.68 


7.03| 

I i 

1 j 


8.5$ 


10.17 


0C-^r=£ 


TfC: 734174:0 




18p1 


h 19.26 


|Time-> 2.00 4.00 6.00 8.00 10.00 12.00 14.00 1&00 18.00 20^00 22.00 24:00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio 

1.867 

1475556 

5.24 

8.05 

2.148 

214274 

0.76 

1.17 

2.597 

636117 

2.26 

3.47 

3.046 

266955 

0.95 

1.46 

6.562 

244540 

0.87 

1.33 

7.029 

1147462 

4.07 

6.26 

7.682 

2698957 

9.58 

14.73 

10.167 

3042632 

10.80 

16.61 

18.305 

18321102 

65.05 

100.00 

19.264 

119076 

0.42 

0.65 


734174.D 


Wed Mar 16 06:54:51 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q3-2010\SYSTEM8\07 

ASD 

31 Jul 2010 8:05 


ZYT 

74 

WSCREEN 

RTE 


30 10\734174.D 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1.87 C:\DATABASE\NIST98.L 

Ethane, 1,1-diethoxy- 

Formic acid, 1-methylethyl ester 

Propylene Glycol 


000105-57-7 9 
000625-55-8 7 
000057-55-6 4 


Abundance 


45 


Averageof7:855ToT.93STmm.: 734174.D(-) 


80: 


60, 


40 


73 


20 - 


Q . ...... ... ,... j „. x J m . ..... ( : . . .. . ........ ( _ r ^ r . . .... .. .... ....... , , , .... . ,.. . . 

m/z-> 10 20 30 40 50 60 70 80 90 l6o 110 1^0 130 140 150 ibo 170 ibO 190 26o 210 2^o'230 240 250 260 270 280 


27 :!/ 56 


117 

i 


88 101 


131 


191 207 


281 


Abundance 


45 


■#T1798T Ethane, 1,1 -dsellToxy- 


80 i 


601 
40 i 
201 


29 


15 


0 : : , 


73 


61 


103 


89 


117 


m/z~> 10 20 30 40 50 60 70 80 90 100 110 120 


\ 130 140 150 160 itO 180 190 200 210 220 230 240 250 2& 2>0 280 


734174 .D 


Wed Mar 16 06:54:52 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734174.D 

ASD 

31 Jul 2010 8:05 


ZYT 
74 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST9 8.L 


PK# RT Library/ID 


CAS# Qual 


2 2.15 C:\DATABASE\NIST9 8.L 

1- Butoxy-2-propanol acetate 085409-76-3 12 

Acetic acid, 1-methylpropyl ester 000105-46-4 10 

2- Pentanol, acetate 000626-38-0 9 


Abundance Average of~2TfSlo 27202 min. :734174'U ( : ) ~ ] 

; 43 

: I i ’ 

i so; | j 

60 ; 

•40 I 59 j 

i j j | 75 i 

: 20 i j 87 ! 

) 29 ! \\ | I ; 

’ ‘ ; 35 ij 50 . ji . 68[ j! 96 105 135 208 ; 

m/z~> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 : 


jAbundance 
801 



W55B2: T-Buloxy-2-propano) aceTale 


60 ; 

40{ 


57 


; 20 j 

| 0i 

nvz~> 


. 36 

30 40 


49 

50 


60 


87 

73 

7 b 80 90 


101 v : 131 __ r ___ rn ... j 

100 110 120 130 140 150 160 170 180 190 2.00 210 


734174.D Wed Mar 16 06:54:53 2011 Page 3 


Folk_OIG_PRR_037576 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3 ~2010\SYSTEM8\07_30_10\734174.D 
ASD 

31 Jul 2010 8:05 


ZYT 

74 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2.60 C:\DATABASE\NIST98.L 

2,5-Furandione, 3-methyl - 
2H-Pyran-2-one 
2H-Pyran-2 -one 


000616-02-4 83 
000504-31-4 83 
000504-31-4 83 


Abundance 


3.9 


Average of27555 Fo’Z.BSEJ nm;734174:0 0 


68 


80 ^ 


60; 


40: 


20 ; 


i 28 




0 * 


53 


84 92 102 112 130 149 


193 208 


281 


30 40 50 60 7b s'o 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


Abundance 


80 


39 


68 


3-metfryP 


60 


40 ' 


20 ! 


26 


53 


112 


81 91 100 


m/z~> 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 itiO 190 200 210 220 230 240 250 260 270 280 


734174.D 


Wed Mar 16 06:54:53 2011 


Page 4 


Folk_OIG_PRR_037577 









Area Percent / Library Search Report 


Information from Data File: 


File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734174.D 

ASD 

31 Jul 2010 8:05 


ZYT 

74 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


Abundance 


80; 


60 ; 


3.05 C:\DATABASE\NIST98.L 

Limonene 000138-86-3 78 
Limonene 000138-86-3 76 
Cyclohexene, 4-ethenyl-1,4-dimethyl 001743-61-9 76 


40 


68 


Average of 2799915 3.094 min.: 734174. D (-)' 


40; 


93 


20 


53 


79 


119 


28 :• 


107 




136 I 

: : 208 281 j 

m/z-> 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 1 190 200 210 220 230 240 250 260 270 280 


Abundance 


68 


#1140W: Umonene 


80 


60 ! 


39 


93 


40 = 


20 ; 


i 27 


53 


79 


107 121 


136 


m/z~> 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 260 210 220 230 240 250 200 270 280 


734174 .D 


Wed Mar 16 06:54:54 2011 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734174.D 

ASD 

31 Jul 2010 8:05 


ZYT 

74 

WSCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


'Abundance 


80! 


6.56 C:\DATABAS E\NIST98.L 


Sorbitol 

000050-70-4 

91 

Sorbitol 

000050-70-4 

90 

Mannitol 

000069-65-8 

90 

Average of 6:4481o $.538 min,: 7M174.D (-) 

.. .-..- ■ 


73 




61 


60; 


43 

I 


103 


40! 


31 


20 


85 




\ 115 


133 


,d, r) w 


163 


207 


281 


! 0 H - : ^ p r-M 1 '-: , 1- r , n • - V :T- r, , v, , • P . T • v, : V • • ^ - r, rr - *T p ■ — r , -r, ^ - n- - , ; • v '• “5 :*r . 

m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


jAbundance 


80 


73 


61 


wismrsomm 


60 i 


40 


43 


31 


103 


20 1 19 


0 k 


85 


:ii. 524:Jh 


'94, 


115 


133 

| 148 


m/z~> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


734174.D Wed Mar 16 06:54:55 2011 Page 6 


Folk_OIG_PRR_037579 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM8\07_30_10\734174.D 

Operator : ASD 

Date Acquired : ^^CTul 2010 8:05 

Sample Name : 

Submitted by : ZYT 

Vial Number : 74 

AcquisitionMeth: WSCREEN 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


7.03 C:\DATABASE\PMW__T0X2.L 

Palmitic acid 
Myristic acid 
Eicosane 


000057-10-3 96 
000544-63-8 83 
000112-95-8 10 


Abundance 


4,3 

80 



60 


! i 

40 

I 

: 29 

■: j 

201 

i ; 

E i:i 

till 

o' 



30 

40 

Abundance 

- 

— 


43 60 73 


Average ofT.005 to 7.131 min.: 73'4174'JD (■) 


'tili! :i!j! 


60 7 3 


j 116 

Si I - 1 i V 

107: • 

100 110120 130 14C 
" ”#522TPafaOTc acid' 


171 185 


213 

199 I 227 


20, . j: j 97 157 i71 185 j j 

: U: i | I | ! ; ’ | | L • 

1 q! j |;S | j (i;) jj ; j j j j j 

m/z~> 30 40 50 60 70 80 90 iOO 110 12o' 130 140 150 160 170 180 190 200 210 220 230 240 250 260 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734174.D 

ASD 

31 Jul 2010 8:05 


ZYT 
74 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST9 8 . L 


PIC# RT Library/ID 


CAS# Qual 


7.68 C:\DATABASE\PMW_TOX2.L 
Stearic acid 
Myristic acid 
Octadecane 


000057-11-4 95 
000544-63-8 64 
000593-45-3 10 


Abundance 

801 

i ; 

60 i 

40 ; 

j ; 

20 ; 


43 73 

60 


29 


83 


Average of7;652T<rrffi5~mr\. ;7341 T4.U {-)' 


129 


97 


115 


143 


:J;i h05/ n |{ 


157 


185 

171 i 199 


241 

213 227 | 255 


284 


; U : : !4 *105 o i I : too 2 67 

0.., M 4MJ „ .-A-, J,. f -...~ ,g k -V 1 - n < 

m/z-> 30 40 50 60 70 80 90 ICO 110 120 130 140 150 160 170 1$0 1 90 200 210 220 230 240 250 260 270 280 


Abundance 


80 


60 


73 


#969: Stearic acid 


vim 


60 


284 


40 ; 


20; 


im/z~> 


0^ 


83 97 

I. Ill 


129 


143 


185 


171 


199 

I 


241 


264 


30 40 


50 60 70 80 90 100 liO 120 130 140 150 160 170 180 1<k) 200 210 220 230 2<lo 250 260 270 2^0 


734174 .D 


Wed Mar 16 06:54:56 2011 


Page 8 


Folk_OIG_PRR_037581 










Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734174.D 

ASD ... 

31 Jul 2010 8:05 


ZYT 
74 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


10.17 C:\DATA8ASE\NIST98.L 

Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 99 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 99 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 96 


Abundance 


Average of TO'.'125rtd70T2B5mirYr734f74,Tr(-) 


327 i 


80- 


60,: 


41 


40; 


20 i 28 


55 


70 


96 


84 


115 


127 


161 


173 187 201 


242 

] 


229 


286 


; :• ? 138 . 

i j. / ■ ’ : .! i . ‘H t/,? 8 • ,i ill 212 i; 252 270 

m/z--> 30 40 50 60 70 80 90 1001101201301401501601701801“------------ 


300 


312 


Abundance 


#T28673: Morpbman : 6'-one, 4^5*epoxy-T, 14-fJstiydroxy-^ 7-(2-prd 


327 


80 


60 i 


41 


40! 


201 


55 70 82 88 


115 


131 

i 147 


171 187 


201 


;;40%V'4 


242 


286 


212 


229 ; 


rn/z-> 30 40 50 60 70 80 90 100110120130140150160170180190 200 210 220 230 240 250 260 270 280 290 300 310 320 330 


8 


j,; 252 270 [ 300 310 


734174.D 


Wed Mar 16 06:54:57 2011 


Page 9 


Folk_OIG_PRR_037582 















Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q3-2010\SYSTEM8\07 
ASD 

31 Jul 2010 8:05 


ZYT 

74 

WSCREEN 

RTE 


30 10\734174.D 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C: \DATABASE\NIST98. L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 



CAS# 

Qual 

17 

052485-79-7 

97 

17 

052485-79-7 

55 


019685-10-0 

55 

1 

378 

- -.: 


Abundance 


80: 


18.31 C:\DATABASE\NIST98.L 

6,14-Ethenomorphinan-7-methane! 

6 f 14-Ethenomoi~phinan-7 -methano! 
10-Methoxycamptothecin 

Average of TSTOWlo 18;473"min::73T17^[J(-) 
55 


i 0 

m/z-> 

Abundance 

80 ! 
80 i 

I 40 : 

i ; 

20 i 


60! 

40j 

20 i 41 

‘27 


84 


410 


101 


352 


70 


,J 97 5 6 . 243 263 281296310 336 I [ ] 


j 392 


434 
\ 449 


467 


4cT 60 8b J^.120.^40^7&f^16o"T 1 440 460 

'#TO45Si f 6714 : E (frenomo rpE na n-71fieii7a not T77(cyclbpTo"pyIm"et ....~ 

378 


55 


84 


s 0- 

m/2-> 


: 69 . 


T 123 141 i( 


162 1 84198 216 243 


40 '60 80 Too 120 14o' ISO IJ^o’ 200 220^240~ 2602^300 320 340 36C 380 400 420 440 460 

734174.D Wed Mar 16 06:54:58 2011 Page 10 


263 281 296 

34V-4-: 


410 


352 • i ; 

336 : ; l 392 : 


434 


449 


467 


312 


Folk_OIG_PRR_037583 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734174.D 
ASD 

31 Jul 2010 8:05 


ZYT 
74 

WSCREEN 
RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98,L 


PK# RT Library/ID 


CAS# Qual 


10 19.26 C:\DATABASE\NIST98.L 

Bufa-14,16,20,22-tetraenolide, 3-(a 031444-09-4 14 

1-Hexadecylbenz[cd]indole-2{1H)-thi 1000224-47-1 12 

Tetrabenzo[a,e,i,m]cyclohexadecene 000260-02-6 10 


Abundance 


55 


~ AverageoF i 9“ TS21o 1 9T33B mm.": 7J4~1 7470 " (-) 


80; 


60( 


376 


408 


40 


1 28 


20 i 


83 


101 


115 135 165 1 g 3 207 230 


253 


!U- !{! 69 




1*79 I 


ij I 


281 
267 | 


m/z-> 


327 


390 


433 


465 


40 60 80 ’ 100 120 140 160 180 200 220 240 2^0 ’ 2^0 300 320 340 360 380 46o’ 420 440 460 


Abundance 


80 i 


601 


44 


7/105620: Bufa-T4:i 6720^2-Tetraenolide, ^(acely foxyK (3Tb" . 


408 


40- 


20 : 


m/z-> 


79 


93 


115 


59 


241 

129 147 187 

173 : 203 225 I 


333 


348 


255 


270 291 


305 


380 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


734174.D 


Wed Mar 16 06:54:59 2011 


Page 11 


Folk_OIG_PRR_037584 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM8\07__30_10\734175.D 

Operator : ASD 

Date Acquired : 31 Jul 2010 8:38 

Sample Name : BLANK 

Submitted by : ZYT 

Vial Number : 2 

AcquisitionMeth: WSCREEN 

Integrator : RTE 


Abundance .TI'CT:7341T5;D' 

‘ | 

80000 \ 

'■ it 

; 600001 \ 

1 l\j 

40000 \ j ) 

| 20000 ; 

; 1 

fnme-> 2.00 ’ 4.00 6.00 ’ 8.6o lOlOO ’ 12.00 ’ 141)0 IBM 18.00 ' 20'.00 22.00 24.00 26.00 28,’ob 


Ret. Time Area Area % Ratio % 


* **NO INTEGRATED PEAKS*** 


734175.D Wed Mar 16 06:55:02 2011 Page 1 


Folk_OIG_PRR 037585 







Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name 
Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM8\07_30_10\734188.D 
ASD 

31 Jul 2010 15:49 

BLANK 

2 

WSCREEN 

RTE 


Abundance " ... .. ’...... . .TIC: 734I88TD.. 

\ 80000; 

! ;) 

i 60000 i '\ 

40000; V,,, , , 

20000 ! 

iime-> 2.bo 4.00 6.00 8.00 10!00 12.00 14.00 16.00 18100 2o!oo ‘ 22.00 ’ 24:00' 26.'00 28100 ’ 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


734188.D 


Wed Mar 16 06:55:11 2011 


Page 1 


Folk_OIG_PRR_037586 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734189.D 

ASD 

31 Jul 2010 16:22 

BUPRENORPHINE STD 

70 

WSCREEN 

RTE 


Abundance 
. 2500000! 


T]C:7341BW 


16,32 


2000000 ; 
1500000| 

loooooo; 

500000! 


0 




Time-> 2.00 4.00 6.00 8.00 10.00 12.00 14^0 16100 18:00 2o!o0 2Z00 24;00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio % 

18.318 

16802245 

100.00 

100.00 


734189.D 


Wed Mar 16 06:55:14 2011 


Page 


Folk_OIG_PRR_037587 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734189.D 

ASD 

31 Jul 2010 16:22 

BUPRENORPHINE STD 

70 

WSCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


18.32 C:\DATABASE\NIST98.L 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 98 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 55 

Anthiaergosta-5,7,9,22-tetraene 1000213-42-2 55 


Abundance 


80- 


55 


60; 


40. 


20; 41 


i 27 


Average ofTS.OOSTo 187545 min.I734WDT) 


378 


84 


410 


101 


434 


m/z~> 


0 


69 f 115 131 152 167 181 197 216 243 


264 280294308322 336 


352 


392 

j. 


449 


467 


40 60 80 100 i 20 I 4 FW 18 O 2 (io 2^0 246 260 280 300 3^0 646 366’ 380 400 420 440 460 


Abundance 


#104561: 6,14~EIFVenomorph!nan-T^metliano^ T7-(cyclo'propyfmet 


376 


80! 


60! 


55 


40^ 


20 i 


m/z-> 


ol.. 

40 


84 

i 101 123 


141 ' ■ 


162 iQ419S 


216 


336 


352 


410 


392 ! 


434 
[ 449 


243 263 281 296 i ; . ; 

OV ;,.,i U | ' N I .In,, pp. ^ ^ 312 j ■ i j i ., U j..; 

60 80 l£)0 120 140 160' 180 20o” 220 2T0 260 280 300 320 340 360 380 460 420 440 4^0 


467 


734189.D 


Wed Mar 16 06:55:15 2011 


Page 2 


Folk_OIG_PRR_037588 























Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\SYSTEM8\07 30 10\734190.D 

Operator 

ASD 

Date Acquired 

31 Jul 2010 16:55 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

2 

AcquisitionMeth 

SCREEN 

Integrator 

RTE 

Abundance 

.. ...... 'TicTT&mjr ............ 


15000! 



5000 


: o-.-. ... 

ffime-> 2.00 4-00 

6.00 

' 8.00 10.00 12^00 

14.00 laoo 

moo 

20;p0 22:00 24.00 '26.00 28,00 1 

Ret. Time 


Area 

Area 

% 

Ratio % 


***N0 INTEGRATED PEAKS*** 


734190.D 


Wed Mar 16 06:55:17 2011 


Page 1 


Folk_OIG_PRR_037589 







Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q3-2010\SYSTEM8\07_30_10\734104 

.D 

Operator 

ASD 



Date Acquired 

30 Jul 2010 

14:21 


Sample Name 
Submitted by 

BLANK 



Vial Number 

1 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Abundance 

-.-.—...— ‘ 

ire: 73410470' 

..-. t 

70001 




60001 \ 

j I 



! 

5000 



■ I. 1 i 1 I 1 ij,i 1 i ! h, , 1 .11 .1 .1 J 1. 

y jt 

4000 , 

3000; 

2000- 

1000. 

! Oi.r- . , ; - 

Time--> 2.00 2.50 3.00 



.. _ .... s 

’ 3.50 4.66 4.50 

s.tJcT 5.5o 1 6.66' 6.66' 7,66 7.50 

3.00 8,50 ' 9.i)0 9.50 ! 

Ret. Time 

Area 

Area % Ratio % 



***N0 INTEGRATED PEAKS*** 


734104.D Wed Mar 16 06:55:44 2011 


Page 1 


Folk_OIG_PRR_037590 



















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\SYSTEM8\07 30 10\734105.D 

Operator 

ASD 

Date Acquired 

30 Jul 2010 14 : 33 

Sample Name 
Submitted by 

OXYCODONE STD 

Vial Number 

5 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

. . .. Tic: mi'06;cr “ .- ~. 

6(40 

600000i 

i 500000, 

\ 

j j 

1 400000j 

.1 1 

i i 

j 300000I 

f ! 

|i I 

j 2000001 

|j | 

;l j 

\ 1ooooo S 

;i [ 

Time~> ° 2.00 2.50 3.00 

150 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 . 

Ret. Time 

Area Area % Ratio % 

6.400 

1000774 100.00 100.00 


734105.D 


Wed Mar 16 06:55:48 2011 


Page 1 


Folk_OIG_PRR_037591 




Area Percent / Library Search Report 


Information from 

Data File: 

Pile Name 

P:\Q3-2010\SYSTEM8\07 30 10\734105.D 

Operator 

ASD 

Date Acquired 

30 Jul 2010 14:33 

Sample Name 

OXYCODONE STD 

Submitted by : 

Vial Number : 

5 

AcquisitionMeth: 

DRUGS 

Integrator : 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.40 

C : \ DATABAS E \ PMW__TOX 2 . L 
Oxycodone 

Endogenous biomolecule AC 

000076-42-6 

000000-00-0 

90 

16 


Abundance 


80 i 


601 


Average oftf35STo^5T4 mm,: 734T05.'D (-) 


315 


40 \ 

20 : 

| 28 

0 ■ - 


44 


70 


230 


115 


140 


201 


84 


: : 55 ; 128 ! 187 1 258 

98 ! 1S8 175 ;!j j 215 , j; 

. h; ( i’l . ^ J ^ 244 272281 300 

30 40 50 60 70 80 90 100 1 i 0 120 130 140 150 160 i tO I80 190 200 2i 0 2i0 2&0 240 250 260 270 280 290 300 310 


m/z-> 

'Abundance 


#5837 Oxycodone 


.-PT57J. 


315 


80 : 


60! 


40 i 


70 


230 


20 i. 




140 


201 


185 


258 


217 


244 


281 


300 




'm/z-> 30 40 50 60 70 80 90 100 liO 120 130 140 150 160 170 180 190 200210220 230 240 250 260 2?0 280 290300310 


734105.D Wed Mar 16 06:55:49 2011 Page 2 


Folk_OIG_PRR_037592 












Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q3~2010\SYSTEM8\07 30 10\734106.D 


Operator 

ASD 


Date Acquired 

30 Jul 2010 14:46 


Sample Name 

BLANK 


Submitted by 

ZYT 


Vial Number 

1 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Abundance 

...TICT734 fOBTD... 

.. - -. - q 

| 7000| 



6000!\ 

5 l '. 



soooj % 

i V 



; 4000! j • 

/ ■ “ 

L j 

! 

] 3000| 

Af 


2000 



1 1000; 



i 0- , :. ; ■: . 

2.00 2.50 3.00 

3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 

9.00 9.50 

Ret. Time 

Area Area % Ratio % 



***N0 INTEGRATED PEAKS*** 


734106.D 


Wed Mar 16 06:55:51 2011 


Page 1 


Folk_OIG_PRR_037593 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734107.D 

ASD 

30 Jul 2010 14:58 


ZYT 

7 

DRUGS 

RTE 


Abundance 

4000000; 

3000000/ 

2000000 -; 

j 

10000001 


4(21 


TfC; 734T07.D 


6.42 


: .90 


0 • 


rrime-> 2.00 zhtT'' 3.00 3 .ho 4.0o 4.50 5.00 5.50' 6.00 ' 6.50 7.b0 7.50 ' 8.00 8.50 9.00 9,50 


Ret. Time 


Area Area % Ratio % 


1.897 

4.208 

6.424 


629327 4.87 9.47 
6648708 51.43 100.00 
5648582 43.70 84.96 


734107.D 


Wed Mar 16 06:55:55 2011 


Page 1 


Folk_OIG_PRR_037594 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734107.D 
ASD 

SO Jul 2010 14:58 



ZYT 
7 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 1.90 C:\DATABASE\NIST98.L 


Triacetin 

000102-76-1 

90 

Triacetin 

000102-76-1 

90 

Triacetin 

000102-76-1 

90 


Abundance 


4;3 


Average of 1 ,8671o 


80 i 


60! 


401 


20 : 


0 = 


103 


29 37 


57 73 86 


97 


145 


116 


130 


159 


207 


Wz~> 10 20 30 40 50 60 70 80 9'0 100 110 120 130 140 l50 180 170 1^0 190 2tiG 

Abundance "W7808: Triacetin 

i 4-3 


80 


60 


40 


20 ; 


I 15 


103 


0 


29 


57 74 S6 


116 


145 


158 


10 20 30 40 50 6*0 70 80 90 100 110 120 130 140 150 160 itO 180 190 200 


734107,D 


Wed Mar 16 06:55:56 2011 


Page 2 


Folk_OIG_PRR_037595 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734107.D 

ASD 

30 Jul 2010 14:58 


ZYT 
7 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 

CAS ft 

Qual 

2 

4.21 

C:\DATABASE\PMW_TOX2.L 





Cyclohexadecane 

000295-65-8 

94 



Stearyl alcohol 

000112-92-5 

94 



Cyclotetradecane 

000295-17-0 

27 


Abundance 


80 


55 


43 


69 


83 


Average of'4.17^to 4.268'min.: T&MSTX5 (-) 


97 


60* 


40- 


111 


201 


29 


125 


• ! = j |i:j •' v i:: I I j; 1 1 39 

..T.J?..»1 208 T.. : 

m/z~> 30 40 50 60 70 80 90 100 110 120 lOo 140 150 160 170 180 190 200 210 220 230 240 250 260 270 i 


Abundance 


801 


60. 


40 


55 


#2355; Cyclohexadecahe .“ PI017“ 


69 


83 


97 


111 


20 


0 


125 


196 


224 


m/z~> 30 40 50 60 70 80 90 100 110 120 t30 140 150 160 170 180 190 200 210 220 230 240 250 260 270 


734107.D Wed Mar 16 06:55:56 2011 


Page 3 


Folk_OIG_PRR_037596 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734107 .D 
ASD 

30 Jul 2010 14:58 


ZYT 

7 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASB\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3 6.42 C:\DATABASE\NIST98.L 



Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

Average of 8135216' 6.490 mini 734f07.D(-) 

-- -...- 

315 


801 
60 


40. 


20 


28 


44 


70 


55 


84 


98 


ir'bJUi! 


230 


115 


140 


201 


128 


188 


m fz-> 




159 


175 


215 


258 


244 


272 


J J j*i 


286 


300 


30 40 50 60 70 80 90 lOO 110 120 130 140 150 160 170180 190200210220230240250260270280290300310 


Abundance 


lH28W8rOxycodone 


315 


801 


60; 


40 j 


230 


20 i 


O'. 


70 


42 


30 


58 


84 08 


140 


115 


128 


. * !.. 


201 


187 


217 


' 5 '«” 5 . .. . 


258 


244 


272 286 300 


m!z-> 30 40 50 60 70 80 90 lOO 1 i0 1&) 130 140 150 160 170 lib 190200 210 220230 24b 2$0 260 270280290 300 310 


734107.D Wed Mar 16 06:55:58 2011 


Page 4 


Folk_OIG_PRR_037597 





















Area Percent / Library Search Report 


Information from Data Pile: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734108.D 

ASD . 

30 Jul 2010 15:11 


ZYT 

8 

DRUGS 

RTE 


Abundance 

.TfC: 734 T08D .. ".. " .. ~.. ..“.1 

4 j20 

j 4000000; 

1 j 

; 3000000; 

6.42 

2000000; 

J i : 

! 1000000; 

•! ij : 

;i j] ; 

j .90 

ii 11 j 

Q i n _ 

j- ji 

2.66 ~Z50 3.00' 

3.50 ^4.00^4.50 ' 5.66 ' 5.feo’ 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


1.903 
4.202 
6.424 


493745 4.05 8.00 
6172375 50.61 100.00 
5530335 45.34 89.60 


734108.D Wed Mar 16 06:56:01 2011 


Page 1 


Folk_OIG_PRR_037598 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734108.D 

ASD .. 

30 Jul 2010 15:11 


ZYT 
8 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

1.90 

C:\DATABASE\NIST98.L 





Triacetin 

000102-76-1 

90 



Triacetin 

000102-76-1 

90 



1,2,3-Propanetriol, diacetate 

025395-31-7 

90 

Abundance 

43 

Average of 1 .667To l.962'min.: 734VOS'.D (-) 

.. 



80 - 


60; ! 

40; ; 

20 ; 

0 !_ 28 35 55 61 

Wz-> 30 40 50 60 


Abundance 

| 43 

80l I 

; : ( 

60 j ; 

40; 


116 i 

Q 27 ^ .j, _ 57 .73. 86 . : .|[ ._._.j ; . 158 . 

m/z-> 30 40 50 60 70 80 ‘ 90 ICO 110 120 130 140 150 l66 170 180 190 200 


734108.D Wed Mar 16 06:56:01 2011 Page 2 


103 


145 


73 86 


116 


158 


207 


70 80 9b 100 110' 120 130 140 150 ibo 170 180 190 200 

--- - ^110217: TfTacclin....“ ~.'.. 


Folk^OIG^PRR 037599 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM8\07_30_10\734108.D 

Operator : ASD 

Date Acquired : 3 0 Jul 2010 15:11 

Sample Name : 

Submitted by : ZYT 
Vial Number ; 8 

AcquisitionMeth: DRUGS 


Integrator 

: RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

4.20 

C: \DATABASE\PMWJTOX2 . L 




Cyclohexadecane 

000295-65-8 95 



Stearyl alcohol 

000112-92-5 94 



Cyclotetradecane 

000295-17-0 80 

Abundance 

55 

. Average of ~4.“1 T21o 47268”m(n, (-)"" 

83 

.-.---; 

80 j 

43 !! 

- 97 

69 | | 

! 

| 60! 

; { 

{ ! 

I ; 1 111 


40; 

I \ •:}; 

;! j 1 

| 

1 20! 

29 jj | 

Ijli ! !i j r 

PI j I 125 

-f. j; \ j 


o', 


•ji!j $ i- 5 ;i i 139 

K y / ,!> ,;i 154 168 182 196 208 224 

252 315 ; 


30 40 60 60 

70 80 90 100110120130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 ' 

Abundance 

55 

~#23~55; Cyclohexadecane ’. ~PWi7~ 

j 

I 1 

1 80: 

1 * 

i i 

i 

69 83 

j 

j 60, 

l ? 

M 

1 j 97 

j 

40 

! 

j; i i 

Jl ; m 


: 201 

ij 

| 125 


! O' 

m lz-> 


/ I ! 196 224 


30 40 50 60 

70 80 90 100 110 120 130 140 150160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 ; 

734108. 

D 

Wed Mar 16 06:56:02 2011 

Page 3 


Folk_OIG_PRR_037600 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3~2010\SYSTEM8\07_30_10\734108.D 

ASD 

30 Jul 2010 15:11 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ZYT 
8 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


6.42 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


Average of 


315 i 


801 


60! 


40 < 






70 



116 







44 

i 



140 


201 

20 


; 

55 

j 



128 




188 ; 


28 

' 


84 

98 




169 

175 ;|i 

i 

0 

rn/z~> 


i |j 


■ ; ! ; 


i ')• iij.-i 



|1 50 J j.) J 

. ; !: i! :|fl 

30 

40 

50 60 

70 

80 90 

100 

110120130 

140 

150160 170180190 200 


230 


215 ' 

, 244 


258 


272 


287 


300 


Abundance 


W286D8: Dxycodone 


315 


80 


60 1 


40 i 


230 


20 ! 


30 


70 


140 


42 


58 


hV z-> 


115 


84 08 


128 


201 


187 


217 


258 

244 I: 272 


286 


300 


....... ,, , , 157 166 175 1 # 

.... . ....... ... ... . .1,1.;- !•).., ;*4|.ln4vlV^-l-TVPr; H f? ‘H ivW'i'rW i ~-i 44; Vt 4W : 4^* 1 ! 4- ■ i-:' rH'/i , !'•:■•: m-rj-r-. rr-rrri . i vr-. y .-r-, - 4 •••;-. rr- ;-:-rr:v. 

30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 l90 200 210220230240250260270280290300310 


734108.D 


Wed Mar 16 06.-56:02 2011 
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Folk_OIG_PRR_037601 


















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM8\07_30_10\734109.D 

Operator : ASD 

Date Acquired : 30 Jul 2010 15:23 

Sample Name : BLANK 

Submitted by : ZYT 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abund^j^ TIC: T34105.IT 

{ jii 

] 6000 j \ 

5000; ( 

: j V 1 * 

40001 , 

| '"vfafo/Jlfj 

30001 

| 2000 : 

1000 

Time-> ° 2.00 2.ko 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50_ 7.00 ' 7.50 8.00 8.50 9.1)0 9.50 




Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


734109.D Wed Mar 16 06:56:06 2011 


Page 1 


Folk_OIG_PRR_037602 










Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734110.D 

ASD 

il 2010 15:35 



ZYT 
10 

DRUGS 

RTF 


Abundance 
• 4000000; 


3000000: 


} 

2000000 : 


i 10000001 

i .90 

oHw 

fTlme-> 2.00 


4i21 

j 


160 3.00 3.50 4.00 4.50 5,00 


TIC: 734110.0' 


6.42 


5.io ' 6.00 " ' 6.ko ' TOO TE6 '£.66 8.50 IF XfeO 


Ret. Time 


Area Area % Ratio % 


1.897 

4.209 

6.424 


520954 3.88 7.98 
6531031 48.69 100.00 
6360577 47.42 97.39 


734110.D 


Wed Mar 16 06:56:09 2011 


Page 1 


Folk_OIG_PRR_037603 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734110.D 
ASD 

Jul 2010 15:35 



ZYT 
10 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST9 8.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

1.90 

C:\DATABASE\NIST98.L 





Triacetin 

000102-76-1 

90 



Triacetin 

000102-76-1 

90 



Triacetin 

000102-76-1 

90 


Abundance. Average of1U6716 1 .'963 minL734TT0IT (-) 

i : 43 

i 80 

i ! i 


60 j 

40} 


20 


0 • r- 


28 


38 


103 


56 61 09 


74 


86 


98 


145 


116 


158 


? m/z~> 10 15 20 25 30 35 40 45 50 55 6’0 65 70 75 80 85 90 95 idOldS 110116120125130135140145150155160 


Abundance. ~#TT021B":TriaceUh 

40 


80; 

60 : 

40; 


20 ; 


O' 


103 


15 


28 


50 


56 61 


73 


81 


86 


116 


95 


121 


145 

i 


159 


Wz~> 10 15 20 25 30 35 40 45 50 55 60 65 70 7b 80 85 90 95 1001651101151201^51301^5 140145150 155 160 


734110.D Wed Mar 16 06:56:09 2011 
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Folk_OIG_PRR_037604 










Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734110.D 
ASD 

Jul 2010 15:35 



ZYT 
10 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C :\DATABASE\NIST98.L 


PK# RT 

Library/ID 

CAS# 

Qual 

2 4.21 

C : \ DATABAS E \ PMW__TOX 2 . L 




Cyclohexadecane 

000295-65-8 

94 


Stearyl alcohol 

000112-92-5 

94 


Cyclotetradecane 

000295-17-0 

46 


Abundance 


80 


55 


83 


43 


69 


60' 


40! 


Average 004.173 to 4.268 min.;7341 T0.D~(-) 


97 


111 


20 ; 


I 29 


; ;Wf4 


125 


139 


154 168 181 196 


207 


224 


252 269 


Wz~> 30 40 ‘ SO 60 70 80 90 l6o 110 120 l30 140 150 l60 170 l80 l6o 200 210 220 230 240 250 260 2to . 


Abundance 


55 


#2355 rCycldliexadecane 


PW 


801 


69 


83 


60 


40, 


97 


111 


m/z~> 


20 : 


04, 


125 


196 


224 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 itO 180 190 200 210 220 230 240 250 260 270 


734110.D Wed Mar 16 06:56:10 2011 
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Folk_OIG_PRR_037605 










Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth: 
Integrator 


from Data File 

F:\Q3-2010\SYSTEM8\07 
ASD 

Jul 2010 15:35 


30 10\734110.D 



ZYT 
10 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT 

Library/ID 

CAS# 

Qual 

3 6.42 

C:\DATABASE\NIST98.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

Average ofB^S2T6rS4Wmin.:734Tft).D {-j’ ~' 

. . .- - 

3i5 : 


801 


60 


m/z~> 


40: 


20; 

? 28 

Oi-rviv,- 


230 


70 


42 


115 


140 


201 


55 


84 


98 


128 


187 


!■; 150. 


159 


175 


215 


258 


244 


272 


30 40 


-Vv - '• ..... ........ j; r ,: j,.i, ' vi ’iV-ff'- •) '1 1 i l- : 1 ! J -r $• j • * }*r V !"t ! c rllbH l"s : ri “i r~. ri f r i l7V;v !*n “• : 

40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 1902002i0220230240250260270280290300310 


287 


300 


Abundance 


W8W8rOxyc6cfone 


315 


80 


60; 


40' 


230 


; m/z~> 


20 ) 

42 

oL* JA 


58 


70 

i 


84 98 


140 

115 ! 187 


201 


128 


258 


217 


244 


272 


286 


300 


30 40 50 60 70 80 90 100110 120 130 140 150 160 itO 180 190 200 210 220 28(3 240 250 260 270 2&) 290 300 310 


734110,D Wed Mar 16 06:56:11 2011 
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Folk_OIG_PRR_037606 
























Area Percent / Library Search Report 


Information fror 

Data File: 


File Name 

F:\Q3-2010\SYSTEM8\07 

30 10\734111 . D 

Operator 

ASD 


Date Acquired 

30 Jul 2010 15:48 


Sample Name 



Submitted by 

ZYT 


Vial Number 

11 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Abundance 

... TIC":T3"4Tii.D . 


4 J20 


j 40000001 

i 

1 

j 


i 3000000j 

J 

| 

j 



6.42 ' 

| i 

1 2000000 

I; 


t j 

! 1000000j 

|j 

j| 

! -90 

; : i 

Q ! 

1 j 

i 1 

j ! ; 

i , i 

|Time-> 2.66 2.66 3.00 

’ 3.&0 ' ’ 4.60 ’ 4.60 ' 5.00 ' 5.k> 6.00 

6.50 ' 7.66 ' 7. So 1 8.66 8.66 9.66 1 9.50 1 

Ret. Time 

Area Area % 

Ratio % 

1.903 

442889 3.79 

7.60 

4.202 

5427255 46.40 

93.15 

6.424 

5826206 49.81 

100.00 


734111.D Wed Mar 16 06:56:14 2011 Page 1 


Folk OIG PRR 037607 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734111.D 

ASD 

!0 Jul 2010 15:48 



ZYT 
11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 1,90 C:\DATABASE\NIST98.L 


Triacetin 

000102-76-1 

90 

Triacetin 

000102-76-1 

90 

Triacetin 

000102-76-1 

90 


Abundance ..... ' . .” Average ofT867T6 1.975 nim.:734TfTO{-) 

| 801 | 

I 60 i I 


40 i 


20 ’ 


103 


145 


116 


30 35 


56 61 


98 


159 


73 86 

o k -._. i U ....... 

Wz-> 10 15 20 25 30 35 40 45 50 55 60 65 7*0 75 80 85 90 95 1001051 id lis120125130135140 150 155 160 


Abundance 

! 80 i 

{ 60; 

40; 


4;3 


riT02“16;TfiaceIin 


20 { 


103 


miz-> 


o; 


145 


116 


! 5 28 j. 50 56 61 73 81 86 95 j ;j l21 ; t 159 

10 15 20 25 3b 35 40 45 50 55 60 65 70 75 80 85 90 95 16o 1 05110115 1201251301 id 140145 150 1551 & 


734111.D Wed Mar 16 06:56:14 2011 
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Folk_OIG_PRRj)37608 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM8\07_30_10\734111.D 

Operator : ASD 

Date Acquired : 30 Jul 2010 15:48 

Sample Name : 

Submitted by : ZYT 
Vial Number : 11 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C : \DATABASE\PMW_TOX2 . L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


4.20 C:\DATABASE\PMW T0X2.L 


Cyclohexadecane 

000295-65-8 

95 

Stearyl alcohol 

000112-92-5 

94 

Cyclotetradecane 

000295-17-0 

40 


Abundance 


55 


83 


Average of 471T2'lo^2B8"ffun.:'734'1Tf."D' {-). 


80 

43 

H 69 

97 


| 60 

, 

j 

; j i 




! 


i 

|j | 


111 1 

40 

i 

| 

j 

j-j j: ] jj- 



1 

! 

i ; 

; 20! 

29 ! 

j 

ji ! $ ii 


! 

125 j 

i i 

t i 

! o' 

m/z~> 

4 . 1 

30 40 

4',,., ,-ij 

50 

!j| glli 4 

60 70 80 

!,! ;; 139 1 

;! il'lj Ji, J 1 ^ 4 168 182 196 207 224 252 315 

iW» ' t 4 1 H • cts'-Vj 1 -rrr 1 : ; • ■ ? ri f- • -f! ri~. ’ t~rs r-‘-t Ti-rr- i-y-r-Jf - ; —i rr: iTTi'Ti ■'“'ii ; —■■ rr: r- • • rr; i ! 

90 100 110 120 130 140J50 160170 l80 190 200 210 220 230 240 260 260 270 280 290 300 310 | 


Abundance 


55 


W2355; CycIofTexade cane 




80 i 


69 


83 


60' 


97 


40 ; 


111 


20 ! 


125 


198 


224 


m/z-> 


30 40 50 60 70 80 90 100 110 120 130 140 150 160170180 1&) 200 210 220 230 240250 260270 280 290300310 


734111.D 


Wed Mar 16 06:56:15 2011 
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Folk_OIG_PRR_037609 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734111.D 

ASD 

30 Jul 2010 15:48 


ZYT 
11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3 6.42 C:\DATA8ASE\NIST98.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 


Average of G.34BTo~674B4 min/. 73~4T1 i 


315 \ 


80-; 


60: 


40 i 


20! 


44 


70 


55 


230 


115 


; 28 


84 


98 


140 

128 


201 


187 


ri . . •! !. 


175 


215 


258 


287 


300 


, . . . ililSO,;,! JL j/i M i: 244 I 272 

0'"’ • r • i £•?' i -:4SVh : VI :** : i-r J f y'* ! Hvi » r •' • < H*r; rr: i ; .-s-rrl^Ti •• rr ?■ 

hi lz~> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 21C 220 230 240 250 260 270 280 290 300 310 


Abundance 


80 ! 


60: 


# T2860BrOxycodb n e 


315 


40 


230 


20 ; 


70 


140 

115 

84 98 t ; 128 


157 166 175 


201 

-187 217 


258 


244 272 


286 


300 


42 5ft 

o . 30 . i ,f . 

m/z~> 30 40 5‘0 60 70 80 90 100 110 120 130 140 150 180 170 180 100 200 2i 0 220 230 240 250 260 270 280 290 300 310 


734111.D 


Wed Mar 16 06:56:15 2011 
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Folk_OIG_PRR_037610 










Area Percent / Library Search Report 


Information fror 

i Data File: 




File Name 

F:\Q3 

-2010\SYSTEM8\07 30 

10\734112.D 

Operator 

ASD 





Date Acquired 

30 Jul 2010 

16 

: 01 


Sample Name 

BLANK 





Submitted by 

ZYT 





Vial Number 

1 





AcquisitionMeth 

DRUGS 





Integrator 

RTE 





Abundance 


. 

. 

TfC~:734i12X> 

.-... ... . i 

7000 j. 






6000 i \ 

• i". 




t 


. r 

5000; \ 






4000 f . 

‘’• V -V-V . 






1 • 

! 3000: 






! 2000: 






j 1000) 






1 oi.,.,., . T 

:Time-*> 2.00 2.50 3.00 

3.50 4.00 4.50 

5.00 

5.50 6.00 6.00 7.00 7.50 8.00 8.50 9.00 9.50 j 

Ret. Time 


Area 


Area % 

Ratio % 


***N0 INTEGRATED PEAKS*** 


734112.D Wed Mar 16 06:56:18 2011 Page 1 


Folk_OIG_PRR_0376i 1 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q3-2010\SYSTEM8\07 30 10\734115.D 


Operator 

ASD 


Date Acquired 

30 Jul 2010 16:39 


Sample Name 

BLANK 


Submitted by 

ZYT 


Vial Number 

1 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Abundance 

. .. 

.. T1C:7341”15.D . 

■ - ■ ■ . .. . ■ 

7000 

\ 



6000 

i 


1 

1 5000 

% 

ik.i 



4000 


3 " 


3000 

\ » 1 ,*| 

fc }! 

I 

2000. 



| 

1000 




0 

Time~> 

2.00 2.50 3.00 

3.50 ’ 4.00 4.50 5.00 5.50 6.00 6.50 7.0o 7.50 8.00 

a 50 9.00 9.50 

Ret. Time 

Area Area % Ratio % 



***N0 INTEGRATED PEAKS * * * 


734115.D 


Wed Mar 16 06:56:29 2011 
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Folk_OIG_PRR_037612 










Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\SYSTEM8\07 30 10\734116.D 

Operator 

ASD 

Date Acquired 
Sample Name 
Submitted by 

3^Jl^2010 16:51 

ZYT 

Vial Number 

16 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

. TtC:73'411'6'.0. " ' 1 

4j20 

j 4000000; 

i 

i 3000000 i 

:j 6.42 

( 

j 2000000; 


j 1000000 { 

ij ji f 

j j ,90 

i o4 . .... 

j! 1 

\\ j i j 

ji ‘ ! j 

[fime r > 2.00 2.50 3.00 

3.50 ' 4.00 4.50 ' ' 5.00 ' 5.50 6.00 ' 6.50 ' ' 7.00 7.50 8.00 8.50 ’ 9.00 9L50y J 


Ret. Time 

Area 

Area % 

Ratio % 

1.903 

395607 

3.38 

6.91 

4.202 

5725487 

48.93 

100.00 

6.424 

5581095 

47.69 

97.48 


734116.D Wed Mar 16 06:56:31 2011 


Page 1 


Folk_OIG_PRRj)37613 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734116.D 

ASD 

Jul 2010 16:51 



ZYT 
16 

DRUGS 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1.90 C:\DATABASE\NIST98.L 
Triacetin 
Triacetin 
Triacetin 


000102-76-1 90 
000102-76-1 90 
000102-76-1 72 


Abundance 


43 


Average of 1 MTXo 1 mr min. f73?i T£D"B 


80j 


60 j 


40 


20 


103 


116 


145 


0| . 29 38 l _ 55.61_ 69 f 4 _ 8 ( 6 _ 98 ; + _j j. __ r _ __j H . . 158. I 

Wz--> 25 30 35 49 45 '5b 55 6‘0 65 70 75 80 '"& &) 95 100 105 110 115 120 125 130 135 140 145 150 155 160 I 


Abundance 


so; 


80 


401 


“#i 10Y17; Triads firi 


43 


20 : 


0 .?r 


57 


73 86 


103 


98 | 


116 


145 


158 


nv'z~> 25 30 35 40 45 50 55 60 55 70 75 80 85 90 95 100 105 l'io 115 120 125 1^0 135 140 145 150 155 160 


734116 .D 


Wed Mar 16 06:56:32 2011 


Page 2 


Folk_OIG_PRR_037614 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30 10\734116.D 
ASD 

U^Jul 2010 16:51 

ZYT 
16 

DRUGS 
RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT 

Library/ID 

CAS# 

Qual 

2 4.20 

C:\DATABASE\PMW__TOX2.L 




Cyclohexadecane 

000295-65-8 

95 


Stearyl alcohol 

000112-92-5 

94 


Cyclotetradecane 

000295-17-0 

45 


Abundance 

i 

80- 


55 

! 83 

i ! 

43 :1 69 


Average'of 4:iT2To'4;26Blm).: ‘7341 

97 


jhVz*-> 


60j ; |: 1 i 

j |( :.| : ! 1 111 

40i fii I,. j! ! 1 

: . il ; 


20 j 

29 

jj II 


| i| is 

0 

sb’ 

: i |! . , u !! 

l¥i4■ r -4^ ! 

40 50 

60 

f’A/ .iJiLA- 

70 80 90 100 110 


125 


139 


,, 154 168 182 196 207 224 252 

iio 130 140 150' 160 1*flSo lOO 200 ^210 220^230 2^0 260 


Abundance 


80; 

j 

601 
40; 


20 

0-r- -- 

,m/z-> 30 40 


55 


1?2355: 'Cyclofiexadecane 


.PT017. 


69 


83 


I \ 
i i 


97 


ife I i 


111 


il; !|ij I; j 125 

I |{ / | | 196 224 

50 60 70 80 90 100 110 120 l30 140 150 160 170 l60 190 200 2^0 220 230 240 250 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734116.D 

ASD 

lOJul 2010 16:51 



Search Libraries 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST9 8.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


6.42 C:\DATABA5E\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


Average W^3ST\o 67484 WnTTMT T6D "U 


315 j 


80 i 


60: 


40 


20 i 


28 


44 


70 


55 


230 


115 


84 


98 


140 
128 1 


l 1150 ; 


159 


187 
175 : 


201 


215 


258 


244 


272 


287 


300 


m/z~> 
Abundance 

so! 


0 •. •TiVr, V;-, :-77Vk3n:'iA Z/i : :■ ,■ + l j4#V; ; -v nil :-■■■■■ rtVrri- 'fr: r- ,-^44-, 

30 40 50 60 70 80 90 lOO 110 120 130 140 150 160 170130 190 200 210 220 230 240 250 260 270 280 290 300 310 


#428808: Dxyccdb n e"" 


315 


80 : 


40i 


230 


20| 


42 


rrVz~> 


0. 30 : 


70 


140 


58 I 84 98 


115 

128 


201 


187 

157^175 


217 

nil 


!, i'j,. kh 166,,i M M j! ! Ji 

.i: .. ,.## 14 =; ... , -..,1141:. .....Hji'V-’ fk ; ! • i - 


258 

; 

244 |j 272 


286 


300 


30 40 50 60 70 60 90 100 1 io 120 1^0 140 150 160 170 180 190200210 220 230 240 260 260270280290300310 
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Area Percent / Library Search Report 


Information from Data 

File: 




File Name 

F:\Q3 

-2010\SYSTEM8\07 30 

10\734117 

D 

Operator 

ASD 





Date Acquired 

30 Jul 2010 17:04 




Sample Name 

BLANK 





Submitted by 

LAG 





Vial Number 

1 





AcquisitionMeth 

DRUGS 





Integrator 

RTE 





Abundance 

.- .. . 

i 

: 

; 

=3 

d, 

734T1 TJJ 


- -.-.-.-.1 

j 7000', 






6000! ' 

i L 






5000 j i\ 






4000! . 






3000: 






2000 j 






lOOOi 






0 - ,-r : ^ 

:Timc-> 2,00 2.50 3,00 

3.50 4.00 ' 4.50 5.00 5.50 

6-bo 6. 

bo _ ’ 7.00 7.50 

8.00 ' 8.50 9.00 9.50 j 

Ret. Time 


Area Area % 

Ratio % 



***N0 INTEGRATED PEAKS*** 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q3-2010\SYSTEM8\07 30 10\734123.D 


Operator 

ASD 


Date Acquired 

30 Jul 2010 18:20 


Sample Name 

BLANK 


Submitted by 
Vial Number 

1 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Abundance 

7000 f, 

.-. "TIC: 734123. [T 

. - . . 

6000*1, 



; 5000: \ 

i ! '1- 



o 

o 

o 

j y r 

i | 

upA 

1 

30001 

‘ M 


2000 j 



o 

o 

o 



o' :.. 

Time--> 2.00 2.50 3.00 

' 3.50 4.6o 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 

9.00 9.50 

Ret. Time 

Area Area % Ratio % 



***N0 INTEGRATED PEAKS*** 


734123.D 


Wed Mar 16 06:56:44 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734124.D 

ASD 

30 Jul 2010 18:32 

OXYCODONE STD 

5 

DRUGS 

RTE 


Abundance 

800000i 


TIC: 734T2“4.CT 


6j39 


600000 


400000: 


i 


200000 


[rime—> 2.66 3.00 "3-50 ^ 

4.00 4.50_'5.00 

li.50 3-00 

BJOO 7 8.50 ^ 050 ‘ : 

Ret. Time 

Area 

Area % 

Ratio % 

6.394 

1270786 

100.00 

100.00 


734124 .D 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by : 

Vial Number : 5 

AcquisitionMet h: DRUGS 
Integrator : RTE 


F:\Q3-2010\SYSTEM8\07_30_10\734124.D 

ASD 

30 Jul 2010 18:32 

OXYCODONE STD 


Search Libraries: C:\DATABASE\SLI.L 

C : \ DATABA S E \ PMW__T0X 2 . L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


6.39 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


Average of 6.358 id '6.538 mfn.:73^4.15 (-)' 


315 




60! 


40! 


20 i 


i 28 


44 


55 

li! JJi 


70 


115 


84 98 

! .1 . j :! 


128 


230 




140 

201 


187 

| 

i 

iR1 175 |!| 

y, is? 1 ® 1 .in!.., iliili 

j 215 

|i(i| . jjjj 

jj 244 


14^M144r« j t L H*1*11 i i'll 1 



258 


I ■ ! i ii4vrMP j U ! ! Trj ! l '.'A* ... ..... . . 

W)/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 l 60 170 180 1 SO 200 210 220 230 240 250 260 270 280 290 300 3i0 


272 287 

!' :: i 


300 


Abundance 


80^ 


W28608: Oxycodone 


60^ 


40; 


20 : 


70 


140 


201 


115 


42 


0W 


30 


58 


84 98 


128 


JJ, j ;-j.j'jii..J. il.ili 


187 


157 .i 66 7 5 


230 

| 

l 


217 


258 


315 


f-U, j 1 ! 1 ! ; l| , , -pH 


244 


272 


286 


300 


Wz-> 30 40 50 60 70 80 90 100 110 120 130146 150 1 60 170 1 6 o 190 200210 220 230 240 250 2&) 270 280 2&) 300 310 


734124 . D 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_30_10\734125.D 

ASD 

30 Jul 2010 18:45 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance 
i 7000) 


6000 . 

; V, 

5000 \ \j. 
40001 
3000 j 

2000; 
10001 


TfC; 73*4125. t> 




.... f 


Vime~> ° 2.00 T.50 3.00 3.50 ’ 4.66 4.6o ' 5.00 5.66 6.66 6.50 ^ 7.60 7.50 8.bo 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


734125.D 


Wed Mar 16 06:56:50 2011 
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CP 
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Folk OIG PRR 037623 



Sample City n/Md 

Count $ ® Description: pi-flfb 

Ballistic l.D. 


!.D. Source 


: inai LD. 


MS chemist 


Sample ti 



Count 


Description: 


i: jjdjl pb i 


Ballistic I. 


.d. 4^(Ua>urtA[^Ji- 


¥ 


l.D. Source vtMJ# 



E.O. weight 



A ; tjfc 0.$ 




V? _completed ° 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Suboxone 

Regulatory-Status: Schedule 111 

Ingredients 

Active-Ingredients: Buprenorphine - 8 MG 
Naloxone - 2 MG 

Availability & Manufacturing 

Availability: United States 
Avallable-Container-Size: Bottle of 30 

Contact: Reckitt Benckiser 
Product ID: 6370996 
AAPCC Code: 200625 - Buprenorphine 
Registry Number: NDC 12496-1306-02 
Physical Description 

Imprint: N8; Sword Logo 
Form: Tablet 
Color: orange 
Shape: Six-sided 


Images for NDC 12496-1306-02 



© 1974- 2010 Thomson Reuters. All rights reserved. 


- .ua .ra/nf PrbitReadv 7/26/2010 
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MICROMEDEX® Healthcare Series: POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Seroquei 


Regulatory-Status: RX 

Ingredients 

Active-Ingredient: Quetiapine Fumarate - 25 MG 

Excipients: Sodium Starch Glycolate 

hydroxypropyl methylcellulose 

Polyethylene Glycol 

Ferric Oxide, Red 

Titanium Dioxide 

Ferric Oxide, Yellow 

Calcium Phosphate (HYDROGEN) 

lactose monohydrate 

Magnesium Stearate 

microcrystalline cellulose 

Povidone 

Availability & Manufacturing 

Canada 


blister package of 60; Bottle of 100 


AstraZeneca (Canada) 

5830496 

201122 - Atypical Antipsychotics 
DIN 02236951 


Seroquei; 25 
coated tabfet 
peach 

Circle; biconvex, intagliated 


Availability: 

Available-Container- 

Sizes: 

Contact: 

Product ID: 

AAPCC Code: 

Registry Number: 

Physical Description 

Imprint: 

Form: 

Color: 

Shape: 


© 1974- 2010 Thomson Reuters. Ali rights reserved. 


Folk_OIG_PRR_037626 



Pharmacetui 



LD. Source 


Pinal LD. 




Ballistic LD. 



LD. Source «? 


Pinal l.D. 






MS chemist 



LD. Source 


/a.iof; Q^b 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of2 


POISINDEX® Product List 


Oxycodone Hydrochloride 


Also known as Oxycodone HO 
Regulatory-Status: Schedule li 
Ingredients 

Active-Ingredient; Oxycodone Hydrochloride - 80 MG 

Excipients: Ammonia Methacrylate Copolymer 
Hypromellose 
Lactose 

Magnesium Stearate 
PEG-400 
Povidone 
Sodium Hydroxide 
Sorbic Acid 
Stearyl Alcohol 
Talc 

Titanium Dioxide 
Triacetin 
FD&G Blue No. 2 
Hydroxypropy! Cellulose 
Ferric Oxide, Yellow 

Availability & Manufacturing 

Availability; United States 

Available-Coniamer-SIze; Bottle of 100 

Contact; Actavis Totowa 

Manufacturer Product upc 52152 . 41102 
Codes: 

Product ID: 7024089 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 52152-411-02 

Physical Description 

Imprints: OC - The tablet Is imprinted with OC on one side and 80 on the other. 

80 

Form: Oral Tablet, Extended Release 
Color: Green 
Shape: Circle 


Folk_OIG_PRR_037628 



Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 

The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Te! (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 











PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: fdjjCTt Police Reference No.: F: 

Name and Rank of Submitting Officer: 













PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department jffj/Ctf * ueAnfjpt&f( Police Reference No.: 
Name and Rank of Submitting Officert ^T^XZ^^^^ 


Name (last, first, initial 
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